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The urinalyses were typical of the findings one would expect from such 
renal damage and the rising leukocyte count and non-protein nitrogen are 
to be looked for when infection is present and renal function is seriously 
impaired. Uremia was apparently a terminal event. 

The presence of edema restricted to the lower portion of the trunk and 
the legs and the finding of bilateral abdominal masses in each flank together 
with significant urinary findings should make one strongly suspect renal 
pathology on the basis of vascular obstruction. - 
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